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Abstract: The diffuse extragalactic 7-ray background (EGRB) lias been derived by various 
groups from observations by the Energetic Gamma Ray Experiment Telescope (EGRET) in- 
strument on the Compton Gamma Ray Observatory (CGRO). The derived EGRB consists of 
7-rays that may come from astrophysical components, such as from unresolved extragalactic 
point sources (blazars, normal galaxies, etc.), true extragalactic diffuse emission, misattributed 
diffuse signals from the Galaxy and other celestial sources, and an irreducible instrumental 
background due to 7-rays produced by cosmic-ray (CR) interactions in the EGRET instru- 
ment. Using the Gamma Ray Large Area Space Telescope (GLAST) simulation and recon- 
struction software, we have investigated the magnitude of the irreducible instrumental back- 
ground in the GLAST Large Area Telescope (LAT). We re-scale our results to the EGRET 
and present preliminary results of our study and its effect on current estimates of the EGRB. 
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Introduction 

The diffuse extragalactic 7-ray background 
(EGRB) is a superposition of all unresolved 
sources and true diffuse high energy 7-ray 
emission in the Universe. The EGRB is a 
weak component which is difficult to disentan- 
gle from the intense Galactic foreground. The 
isotropic, presumably extragalactic component 
of the diffuse 7-ray flux was first discovered by 
the SAS-2 satellite [6]. Analysis of the data 
from the EGRET instrument on CGRO ap- 
pears to confirm this discovery [4] . 

The extraction of the EGRB is difficult be- 
cause its derivation relies on modelling fore- 
grounds that are uncertain to some degree, as 
well as a good understanding of the instrumen- 
tal background. Extensive work has been done 
[4] to derive the spectrum of the EGRB based 
on the EGRET data. The relation of modelled 
Galactic diffuse emission to total measured dif- 
fuse emission was used to determine the EGRB 
as the extrapolation to zero Galactic contribu- 
tion. A new detailed model of the Galactic dif- 
fuse emission [5] lead to a new estimate of the 
EGRB which is lower and steeper than found 



by [4]. Analysis of the same data by Grenier 
et al. [1] found similar results; they make the 
important point that the overall intensity and 
spectrum depend within 50% on the choice of 
foreground model. 

Understanding of the instrumental background 
is also crucial for extraction of the EGRB. 
Gamma-ray telescopes, such as the EGRET 
and the upcoming GLAST-LAT, employ a sen- 
sitive anti-coincidence shield (ACS) to veto 
charged particles entering the instrument field 
of view (FoV). Surrounding the ACS there is 
additional material, such as the thermal blan- 
ket and micrometeor shield. Charged particles 
interacting in this inert material can produce 
neutral secondaries and not trigger the ACS. 
Similarly, if a charged particle interacts in the 
scintillator in the ACS without causing a veto, 
the neutral secondaries will enter the instru- 
ment in the FoV. In either case, the secondaries 
contaminate the celestial signal and are an irre- 
ducible background that is a systematic uncer- 
tainty in determining the level of the EGRB. 

In this paper, we report on a study of the 
irreducible background in the GLAST-LAT, 
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and its application to estimate the system- 
atic uncertainty in the EGRB derived from the 
EGRET data. 

Monte Ccirlo Simulations and 
Analysis 

The GLAST-LAT is a pair-conversion tele- 
scope in which the tracker-converter uses 
silicon microstrip technology to track the 
electron-positron pairs resulting from 7-ray 
conversion in thin tungsten foils. A cesium io- 
dide calorimeter below the tracker is used to 
measure the 7-ray energy, and the tracker is 
surrounded on the other 5 sides by plastic scin- 
tillators forming the ACS for charged-particle 
rejection. 

As part of the pre-launch analysis, simula- 
tion studies of data collected by the LAT are 
performed. These include a complete detec- 
tor simulation with realistic orbit and attitude 
profile, full CR background model, and a de- 
tailed model of the 7-ray sky including time 
variable sources. The resulting simulation data 
are pushed through an analysis chain which 
includes direction and energy reconstruction, 
background rejection and event classification 
algorithms allowing the identification of well- 
reconstructed 7-ray events. 

The presence of so-called irreducible 7-ray 
events became apparent upon scanning the 
residual background events after their statis- 
tical rejection in the analysis. Gamma-rays in 
this event class are produced in the inert ma- 
terial located outside of the sensitive portion 
of the ACS scintillation tiles (this includes ^ 1 
mm of the plastic scintillator since it is pos- 
sible for particles to interact in the scintillator 
producing all neutral secondaries without suffi- 
cient light production to cause a reliable veto). 
The incident charged particles responsible for 
these 7-rays were: positrons (60%), protons 
producing 7r°s (30%), and electrons/positrons 
producing 7-rays via Bremsstrahlung (10%). 
Our handscan of the residual events resulted in 
a sample of 751 irreducible background events. 
Using these events, a live-time of 2 x 10* sec- 
onds and an effective area-solid angle product 



of 2.2 X 10* cm^ sr, the irreducible 7-ray inten- 
sity was computed in the LAT. Figure 1 shows 
the result of our analysis for the irreducible 7- 
ray component in the GLAST-LAT. The error 
bars are statistical only. 

There is a systematic uncertainty on the irre- 
ducible component due to the uncertainty in 
the incident charged particle fluxes. The de- 
tails of the particle flux model are outlined 
in [3]. Albedo electrons, positrons, and pro- 
tons are included, as well as Galactic CRs. In- 
cluded in the albedo component are splash par- 
ticles produced by CR interactions with the at- 
mosphere and re-entrant particles trapped by 
the Earth's magnetic field. The albedo elec- 
tron/positron component is dominant below 
~ 400 - 500 MeV while the albedo proton 
component is the main contributor up to ~ 3 
GeV; above this Galactic CRs are the domi- 
nant component of the charged particle flux. 
The major uncertainties associated with orbit- 
averaged components of the flux model are: 

• ±50% for albedo electrons/positrons; ±30% 
for albedo electrons/positrons with energies > 

30 McV 

• ±30% for albedo protons 

• ±10% for the Galactic CR component. 

Furthermore, there is an additional significant 
systematic error due to the hadronic physics 
modelling for protons producing 7r°s without 
causing a veto in the ACS. Hadronic inter- 
actions are less well-modelled compared with 
electromagnetic interactions and we have taken 
a conservative additional 20% uncertainty for 
the proton induced irreducible component. We 
combine these uncertainties and show them as 
the hatched band in Fig. 1. 

To re-scale our results for the EGRET we need 
to accoimt for the difference in orbital alti- 
tude between the GLAST and the CGRO. The 
GLAST-LAT study was done for an orbital al- 
titude 565 km, whereas the the nominal orbital 
altitude for the CGRO when deployed was 450 
km. However, the CGRO's orbital altitude de- 
creased by ~ 100 km requiring subsequent re- 
boosts to regain the initial deployed altitude. 
The uncertainty in the charged particle flux 
model for lower orbital altitudes is: 
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Figure 1: Extragalactic 7-ray and irreducible background in the GLAST-LAT based on our Monte 
Carlo study. Data points: cyan-circle from [4]; black-triangle from [5]. Blue points with error 
bars: irreducible intensity from our analysis. Black- lines show the uncertainty on the irreducible 
intensity due to uncertainties in the charged particle flux model. Black-hatched region shows the 
combined uncertainty from the charged particle flux model and hadronic physics modelling. Red- 
shaded region shows the hatched region re-scaled to the nominal CGRO orbital altitude of 450 
km. 



• 20% increase in the albedo component as or- 
bital altitude decreases from 615-430 km 

• 10% decrease in the Galactic CR component 
as orbital altitude decreases from 615-430 km. 

We adopt a simple 20% increase in the albedo 
component and 10% decrease in the Galactic 
CR component. We do not consider the de- 
crease in orbital altitude that the CGRO ex- 
perienced; this would add further systematic 
uncertainty. The irreducible intensity from our 
analysis of the GLAST-LAT re-scaled to the 
nominal CGRO orbital altitude is shown in 
Fig. 1 as the shaded region. 

The difference between the GLAST-LAT and 
the EGRET inert material audit must also be 
taken into account. However, it is the most un- 
certain step of a process that already involves 
considerable uncertainties. For the LAT, the 
micrometeor shield and thermal blanket have 
a total column density of 0.38 g cm^^, with the 
~ 1 mm of inert scintillator contributing a fur- 
ther 0.15 g cm^^ giving a total of 0.53 g cm^^. 
For the EGRET, the micrometeor shield, ther- 



mal blanket, and light shield amount to a col- 
umn density of 0.20 g cm'^. For the EGRET 
ACS we can only estimate the column den- 
sity of inert material by examining the veto 
threshold energy. The veto threshold energy 
was measured during the EGRET calibration 
but was known to have significant systematic 
errors. Thus, we are only able to give a range 
of the charged particle penetration depth be- 
fore which a veto would be triggered in the 
ACS. From examining internal EGRET docu- 
ments [2], we find that the penetration depth 
can range from as little as 0.15 mm up to 2.5 
mm for the apex of the ACS. This yields a 
range of total column densities of inert material 
in the EGRET of 0.215 g cm^^ to 0.45 g cm^^. 
A simple scaling of the derived irreducible in- 
tensity by the relative column densities be- 
tween the LAT and the EGRET is not pos- 
sible due to the uncertainties associated with 
the charged particle rejection from hadronic in- 
teractions in the inert material. Therefore, we 
do not attempt to further re-scale the derived 
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irreducible intensity, but simply mention that 
there will be a further systematic error from 
the uncertainty in the amount of inert mate- 
rial. 

Discussion 

We have made a study of the irreducible back- 
ground in the GLAST-LAT and have extended 
this, using simple re-scalings of the particle 
flux model and an estimate of the EGRET in- 
ert material audit, to estimate the irreducible 
background in the EGRET. 

From this analysis, the importance of accu- 
rately determining the irreducible component 
is clear. To enable this, additional information 
derived from the MC truth has been added to 
the GLAST-LAT data sets.This includes the 
location that the incident particle intersects 
the surface of the LAT, the energy it deposits 
in the ACS tile it hits, and a count of the 
number of hits registering in the silicon strip 
tracker caused by particles other than elec- 
trons/positrons and photons. With this infor- 
mation the signature of an irreducible event 
becomes its direction within the FoV, its in- 
tersection point within the fiducial volume of 
the tracker, and the lack of any hits caused by 
anything other than electrons/positrons, and 
photons. 

We have attempted to rc-scalc the results of 
our analysis to estimate the irreducible back- 
ground in the EGRET. Our estimate is not 
exact given the considerable uncertainties as- 
sociated with the charged particle flux model, 
the variation in the orbital altitude of CGRO 
over its mission, the amount of inert material 
in the EGRET, and the hadronic physics in 
the Monte Carlo model. However, it is a non- 
negligible fraction of current estimates of the 
EGRB. 

The EGRB, as inferred from the EGRET data, 
is affected by large systematic errors. The 
data are strongly affected by the Galactic fore- 
ground subtraction, as well as uncertainties 
in the irreducible instrumental background. 
Taken together, these uncertainties imply that 



current estimates of the EGRB should realisti- 
cally be viewed as upper limits only. 
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